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Rethinking Hospital Design. Paul Marmion, 
P. 84. June. 

Savings Funds Project. Steven D. Maze, Matt 
D. Swanson. P. 64. Sept. 

Solar Thermal Retrofit. Barry Jim On, Min 
Zhong. P. 72. Sept. 

Sustainability at the Y. Chantale Bourdages, 
Olivier Brodeur. P. 56. Aug. 

TES for Medical Center. Blake E. Ellis. P. 28. 
Nov. 

Ventilation for Museum. Tim Gasper. P. 52. 
Aug. 


Thermo Active Building Systems 

Using Building Mass to Heat and Cool: 
Thermo Active Building Systems (TABS). 
Bjarne W. Olesen. P. 44. Feb. 


Variable Air Volume 

DCV for Multizone VAV. Josephine Lau, Den- 
nis Stanke. P. 84. Aug. 

Dual Moximum VAV Box Control Logic. Ste- 
ven T. Taylor, Jeff Stein, Gwelen Paliaga, 
Hwakong Cheng. P. 16. Dec. 


Variable Refrigerant Flow 
Applying VRF? Don't Overlook Standard 15. 
Stephen W. Duda. P. 18. July. 


Ventilation 
Shielding Fresh Air Ventilation Intakes. Bjorn 
Petter Jelle, Knut Noreng. P. 34. Apr. 
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